FINAL ACHIEVEMENTS          301

affected by the fire, a good deal of the tedious
and heavy work connected with the piping
and plumbing will be avoided.

" As you may know, I have decided to en-
large the part of the building in which the
Greek Room was located by about eighteen,
feet, which will secure to us an additional
classroom and six rooms for boys, which will
accommodate the third boy in the cottage
rooms, who is there and everywhere a nuisance
and will soon be, I am happy to say, a thing
of the past/*

Meanwhile, for the winter of 1902, a tem-
porary recitation building was put up; the
boys were quartered in the infirmary and in
buildings near the school, and the work went
on as usual The new East Wing was ready
for the opening of the next session in the
spring.

Some years before a movement had been
begun by the Alumni, inspired chiefly by Mr.
Alfred Raymond, of Brooklyn, and Mr.
William S. Clawson, of Philadelphia, to raise
funds to build a chapel as the gift of the old
boys to the school. Up to this time, Sunday
services as well as the daily morning and eve-
ning prayers, had been held in the school-
room. In 1904, the chapel, built of sand-
stone, larger and more beautiful than had at
first been planned, was finished and dedicated
to the use of the school.s possiblein which, as
